AMENDMENT NO. 1 SEPTEMBER 2021 
TO 


IS 16664 : 2018 / IEC 62716 : 2013 PHOTOVOLTAIC ( PV ) 
MODULES — AMMONIA CORROSION TESTING 


This amendment is identical to corrigendum 1 (2014) to IEC 62716 : 2013, issued by International 
Electrotechnical Commission. 


CORRIGENDUM 1 


Figure 1, note 2 Figure 1, note 2 
Replace "salt mist test" by "ammonia Remplacer "l'essai de résistance au 
resistance test". brouillard salin" par "l'essai de résistance 


à l'ammoniac". 
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